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NARA RG104, Entry 1, Box 183 


[Abstract:] Relative to Mr. Opper’s illness. 

Exhibit of The Mint of the United States at Philadelphia, 

Superintendent’s Office, 

Chicago, 

October 17, 1893 

Col. O.C. Bosbyshell 
Supt. U.S. Mint Phila. 

Dear Sir 

Mr. Opper did not show up to day and just now 3 O’clock P.M. a gentleman called to say 
that the man occupying the room next to Opper last night blew out the gas and was found dead 
from the effects & Opper almost gone, but three Doctors working several hours succeeded in 
bringing him around alright and he is now resting quietly and will report for duty Friday morning 
if the doctors will let him. 

I sent word to him that under no circumstances was he to venture out until he was 
completely strong and out of danger. 

Would it not be well to notify his wife as she might see some crocked report in a news 
paper and be greatly worried? 

Very Respectfully, 

N.S. Beekley 



